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VCR IMAGE I/O SIGNAL PROCESSOR 
—TOP VIEW — 
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CXA1201Q (2/2) 
IL11 


INPUT OUTPUT 

ARHD ;PCM AFTER RECORDING AREA HD AGC TG ;AGC TIME CONSTANT 

CK ; CLOCK REC V ; REC VIDEO 

CLP ; REC VIDEO CLAMP RF MOD ;RF MOD 

CS ; CHIP SELECT SO ; MODE SWITCHING LOGIC 
DOCP ;AGC DET HOLD DRAW CONTROL SYNC ; COMP SYNC 

IN1-IN3 ; VIDEO SIGNAL V OUT ; VIDEO OUT 

INV ; VIDEO OUT INVERSION VREG ; BUILT-IN VOLTAGE REGULATOR 


IREF ; 1/2 POTENTIAL VREG 

JOG V ; DUMMY V SIGNAL (PB) 

MASK ;PCM AFTER RECORDING MASK 

PB ; VIDEO SIGNAL 

PB L ;REC 0dB LEVEL ADJUST 
(ADJUSTMENT FOR PB) 

REC L ; REC 0dB LEVEL ADJUST 

Sl ; SERIAL IN 

SS ; SYNC SEP CLAMP 

VOB = ;DDS BACK-GROUND LEVEL/ 
SWITCH PULSE 

VOW ;DDS CHARACTER LEVEL/ 
SWITCH PULSE 


BUS_ DECODER 


CLAMP. 


CLAMP. 








































































































